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NARA RG104, Entry 1, Box 141 


Mint of the United States at Philadelphia, Pa., 
Coiner’s Department, 
August 10, 1886 


Hon. Daniel M. Fox 
Superintendent 


Sir; 


I have the honor to report that the sample bags to hold 1000 and 500 Silver Dollars 
respectively sent by the Director for examination, here found to be machine stitched with cotton 
thread, and with the weight of the coin and the many handlings the bags would be subjected to, 
the stitches are liable to break. The bags made in the Mint are hand sewed with linen thread, and 
overseamed, so as to be able to bear the heavy pressure put upon them when piled in the vaults, 
and prove to be satisfactory for the purpose. 


The cost of the material for the large begs used here including the thread would be about 
fie (5¢) cent each, the Ladies doing the sewing during regular hours when not otherwise 
engaged. 


Very Respectfully, 
Your Obt. Servant 
WS. Steel 

Coiner. 


